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mE-IEAR FLAW RESULTS IK APRIL LI3TSD 


I 


The State Statistical Office has published data six the Five-Year Plan far 
April. During April the plan was fulfilled by 99.7 percent, excluding the 
food industry. This Bakes an over-all fulfillment of 102.3 percent far the 
first 4 months of the year. 

fellairing data show the fulfillment of the plan for April by the various 
industries : 


Industry 

Percent 

Actual Quantity 

Mining 

Black coal 

97.0 

1,377,7-0 tons 

Brown ooftl 

100 ;5 

2,123,900 tons 

Ccks. 

09.6 

923,900 tone 

Power 

Electricity 

98.9 

629,600,000 In* 

Gas 

97.** 

175,800,000 on 0 

Metal Industry 

Railroad cars 

66 

1,114 units 

Sewing machines 

79.3 

7,442 unite 

Agricultural Machines 

90.3 

24,179 unit* 

Tract ora 

100.5 

911 units 

Bloyolss 

92.7 

20,400 units 

Autcmoblles nnd autobuses 

95.8 

2,025 units 

Koamelware 

98,1 

806.4 terns 

Klectric motors, from 0.5 to 

23 kw 

85.1 

21,500 units 

Telephone Instruments 

121.7 

11; 700 units 

Radio receivers 

110.2 

21,700 units 
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I ndustry 


Nitrogenous fyrtilizero 
Phosphorous fertilizers 
Artificial staple fiber 
Artificial silk 


Ola se '■ 

Molded hollow glass 
Molded flat glass 
Molded snail glassware 
Construction Materials and Ceramic 
Cement 
Bricks 
Tile 

Industrial porcelain 
Paper' 

Itobleached cellulose 
Paper 
Cardboard 
Wood 

Lumber and ties 
CcoKsercial reneers 
Plywood 

Textiles and Clothing 
Cotton yarn 
Woolen yam 
Textiles and Clothing 
Linen yarn 
Cotton fabrioa 
Woolen fabrics 
Knitted and jersey goods 
Hosiery 

Men's aad boys 1 outer clothing 
W own's and girle' outer 
clothing 
Work cloth lag 
Men's and boys' underwear 
Wooten's and gills' underwear 
Leather and Rubber 
footwear 

Rubber tires (tubes and casing 
Phonograph records 


Bjctuifticn 

FrestlRWtli 


Percent 

Actual Quantity 

107-5 

2,497.7 tqn® 

112.3 

h,874 .2 ton* 

100.6 

1,649 .9 tens 

109.9 

464.3 tens 

88,2 

2,189 tons 

101 .7 

11,010.1 tons 

101 .1 

11,248.3 tons 

86.0 

cs 

792.9 tons 

94.4 

159,500 tons 

66.6 

28,400,000 units 

100.7 

11,500,000 units 

101.9 

90,600 tons 

101,7 

680.8 tons 

94.5 

19,291.2 tons 

96.9 

20,537.7 tons 

97.0 

6 , 178.3 tons 

99.7 

280,500 cu m 

125.9 

940,000 m 

99.5 

7,200 cu a 

100.6 

6,035.1 tons 

113.3 

2,769.8 tons 

85.8 

649.5 tons 

100.3 

24,695,600 sstero 

108.1 

3,709,100 meters 
4,998,900 pair 

109.1 

99.2 

6,058,800 pair 

; m.9 

251,600 units 

108.5 

260,900 units 

128. 1 

328,700 units 

105.9 

995,500 units 

105.1 

359,400 units 

97 -1 

4,948,900 pair 

P) en.6 

817,300 units 

159.9 

523,000 units 
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